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DEPARTMENT  OF  THE  AIR  FORCE 

HKAOOUARTCPI  FOnCION  TECHNOLOGY  DIVISION  (ArSC) 
WKIOHT.PATTCRSON  AIR  FONCI  SASK.  OHIO  49411 
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•J9J1CT  0PO  Observation 


, 3 July  1967 


TOi 


Shaker  Heights ^ Ohio  44120 


Reference  your  unidentified  observation.  The  Information  vhich 
ve  have  received  Is  not  sufficient  for  a scientific  evaluation. 
Request  you  complete  the  attached  FTD  Form  l64  and  return  It  in 
the  envelope  provided.  Thank  you  for  reporting  your  observation 
to  the  Air  Force# 


jftffiS  C.  MANATT,  Colonel,  USAF 
irector  of  Technology  and  Subsystems 
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